Robert J Jefferson 

Director 



Owen Corrigan 

Deputy Director 


Town of Arlington 

OFFICE OF EMERGENCY MANAGEMENT 

Local Emergency Planning Committee 
112 Mystic Street 
Arlington MA 02474 

OFFICE: 781.316.3801 FAX: 781.316.3919 
E-mail: riefferson@town.arlinqton.ma.us 


AGENDA 

Meeting: Tuesday November 19, 2013 - 10:00 am 
Town Hall Annex - 2 nd floor 

Please notify Chief Jefferson if you will not be able to attend. 


1. Introductions and Attendance 

2. Minutes of Last Meeting - February 13, 2013 

3. Update on Local, Regional, and State EM initiatives and meetings 

4. Training Discussion 

5. Grants - EMPG, CERT, MRC updates 

6. Review of Flu season and clinics 

7. ICS Training 

8. New Business 

9. Schedule Next Meeting 

10. Adjournment 



